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Part Number 


Description 


D412-742-018 


Cable 
Guard 


Box Part Number l 
Telescopic I 
Dimensionl 
6.5 x 6.5 x 53 
~ 


Other Packaging 
~ Uline S4973 ~ Dimensionl 
I 


Logo Decals 
~ 
I I 


Packaging 
Instructions 
and Decal Placement 


0412-742-018 
Cut box to 51 1/2" in length. Clean cable guard. Apply label D2729-4 to the right of the "No Step" label, centered 
underneath the nut. Wrap cable guard in foam and place in box in a slanted position. 
Put paperwork and 
hardware in center of box. Fill box with foam, close and tape. Put Dart tape lengthwise around the box. 
Apply label D2729-3 as per instructions in aSI 014. 
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02729-4 
02729-3 
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Dart Aerospace Ltd. 
1270 Aberdeen Street 
Hawkesbury, 
ON K6A 1K7 
CANADA 
TEL.: 1 613632-5200 


CABLE GUARD INSTALLATION 


Revision: C 
Date: 14.03.18 


PIN: 0412-742-018 


BIN: BXXXXXX 


CHG002 


